


_joumal 


INDEX TO VOLUME XVIII. 
IQ5I. 


Published by 
THE GENERAL ELECTRIC CO. LTD., 


ENGLAND. 




















INDEX TO VOLUME XVIII. 


IQ5I. 








NOTE. 





January, 1951 1 to 68 
April, 1951 69 to 124 
A 
PAGE 
A Review of Progress in Electric Furnaces 194 
Approach and Runway Lighting of the 
Stavanger Airport at Sola, Norway 221 
B 
British Developments and Applications 
of Carrier Current Principles for 
Operating Requirements of Power 
Uulities 229 


Inclusive page numbers for the individual issues are as follows : 


July, 1951 ... 
October, 1951 


125 to 176 
177 to 236 





C 


Carrier Current Principles for Operating 
Requirements of Power Utilities, 
British Developments and Applica- 
tions of 


Characteristics of Fractional Horsepower 
Single Phase Induction Motors 


Colour and Lighting (Part 2) 


Control in Glass Manufacture, Technical 


D 


Design Features of a Modern Induction 
Pattern Overcurrent Relay ... 





PAGE 


229 


101 
88 
212 


111 




















E 


Electric Discharge Lamps as Spectral 
Sources for the Exact Measurement 
of Length, Isotope 


Electric Furnaces, A Review of Progress 
in 


Electrical Progress and Development 


F 


Festival of Britain, The G.E.C. at 


Fractional Horsepower Single Phase In- 
duction Motors, Characteristics of... 


Fill-ups : 
Cold Cathode Lighting at Victoria 
Station it “ad ra 
New Street Lighting Lantern... , 
70,000 kVA Transformer for Uskmouth 


Frontispieces : 


Diesel-electric Locomotives for Ceylon 
Government Railways 


Multiple-unit Train on the Sociedade 
Estoril Railway, Portugal 


The Chamber of the New House of 
Commons 


The Royal Festival Hall 


GG , 


Gas Turbines, Sintered Alloys for High- 
Temperature Service in 


G.E.C. at the Festival of Britain, The ... 


Glass Manufacture, Technical Control in 


H 


Heating in Industry, Radio Frequency ... 


House of Commons, Lighting of the New 





PAGE 


169 


194 
17 


127 
101 
100 


220 
211 


178 


139 
127 
212 


I 


Induction Pattern Overcurrent Relay, 
Design Features of a Modern 


Isotope Electric Discharge Lamps as 
Spectral Sources for the Exact 
Measurement of Length 


L 


Lighting of the New House of Commons 


Lighting of the Stavanger Airport at Sola, 
Norway, Approach and Runway 


O 


Overcurrent Relay, Design Features of a 
Modern Induction Pattern ... 


P 


Progress and Development, Electrical ... 


Progress in Electric Furnaces, A Review 
of 


R 


Radio Frequency Heating in Industry ... 


Railway Equipment for Sociedade Estoril, 
Portugal 


S 


Sintered Alloys for High-temperature 
Service in Gas Turbines 


Stavanger Airport at Sola, Norway, Ap- 
proach and Runway Lighting of the 


T 


Technical Control in Glass Manufacture 
Technical Literature os 
The G.E.C. at the Festival of Britain ... 
Turbine Blade and Wheel Vibration 


V 


Vibration, Turbine Blade and Wheel 


124, 





PAGE 


11] 


169 


221 


111 


17 


194 


157 


71 


139 


221 


212 
175 
127 
179 


179 





